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MINISTRY OF LAW, JUSTICE AND COMPANY AFFAIRS 
(Legislative Department) 

NOTIFICATION 
New Delhi, the 11 til June, 1998 

S.O % 504(E). — In pursuance of section 67 of the Representation of the People Act, 1951 (43 of 1951), the following 
declaration containing the name of the candidate elected to fill the vacancy in Ate Council of States is published for general 
information:— 

DECLARATION 

Election to the Council pf States by the elected members of the Legislative Assembly, Bihar. 

"In pursuance of the provisions contained in sub-section (2) of section 53 of the Representation of the People Act, 
1951, read with sub-rale (1) of rulo 11 of the Conduct of Elections Rules, 1961,1 declare that:— 

Sri Ram Deo Bhandory (Name) 

Village + P.O.—Jhapjharpur, 

District—Madhubani (Address) 

[Sponsored by Rastriya Janta Dal (Name of the recognised Political Party)] has been duly elected to fill the vacancy 
caused in that House by the *death of Sri Cyan Ranjan. 

Sd/- 

Place: Patna. 

Date : 10-6-1998. Returning Officer" 

[File No. 13(3)/98-Leg. II] 
SUSHMA JAIN, Jt. Secy, and Legislative Counsel. 
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